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THIS IS UNEVALUATED INFORMATION 


1* An electric power distribution point at Yenchi (129-31, L2~55>), Kirin, is 
known as the Yenpien Electric Bureau. During the Japanese occupation it 
ms the Chiantao branch of the Llanchurian Electric Company, transmitting 
about liOOO CT from the 10,000 KIT generated at Lake Chingpo in LJutanehiang 
Province „ After the Japanese surrender, the generator was destroyed and 
all power production ceased* An agreement was made between the Chinese 
Communists and the North Korean Government by which the Yenpien area re- 
ceived 2^00 IC7 from IJamyang (l29-*50, L2—50), in North Korea* The bureau 
was then set up as the power control center for the Yenpien area and all 
adjacent military camps, factories, and coal mines. 

2* The bureau has an office at 2 Ilsin Using (Jfj *4i ) Street, Yenchi, rnd a plant 
three kilometers north of Yenchi station^ Its power of 2J?00 E7 is distributed 
as follows* 

900 ftT for the Yenchi Bureau — 300 K*V for light 

600 KT for power — - 360 KIT for military use 
2L0 K>T for general use 

700 KT for Lung Ching Branch — 300 KIT for light 

LOO KT for power «— 100 KT for military use 
300 KT for general vise 

500 KT for Turnon Branch — 200 KIT for light 

300 KT for power — 200 KT for military use 
100 for general use 

LOO KIT for Hunchun Branch ~ 100 KV for light 

300 KIT for power — * 250 KT for military use 
50 KV for general use 

3® The bureau h&s transformer stations at the following points (see Attachment A) * 
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Location 


5 . 


Transformer 
Capacity in 
K7»s 


Yenchi 100D 

Tunen (129-50, 1(2-55) 1000 

Ghlh listen (129-1(5, 1*3-05) 1000 

Lungching; (l29-26j 1}24*?) 1000 

Laotoukou (129-10, h2~51>) 1000 

Tleijpaoshsn (129-03, 1*2-56) 1000 

Hunobun listen (130-22, 1*2-52) 1000 

CIiaoyar^ehua!i (129-23, 1*2-53) 100 

Tungfossu ( 129-15, Is 2 -53) 50 

Pataokou (7129-31, 13-59) 50 

I 'ing Tuch Kou 100 

Toutaokou (129-12, l*2»4i5?) 50 

Erhtakou ( 129-1*8., 1*3-39) 50 

Tnohant.su (120-5U, l*6-lu) 50 

Holung Heion (129-33, 1(2-33) 100 

V/angching listen- (129-35, 1*3-16) 100 

Hatsnen (130-30, 1(2-55) 50 

Xaishantun (129-1(0, 1*2-40) 200 
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k« The bureau has 3?3 employees, assigned as follca/es 


i;ain office: 

Chief and deputy 2 
Technical advisers 3 
General affairs section 3k 
Uanrgement section 21 
Engineering section 103 


Yonchi branch 
Lungchinr* branch 
Turnon branch 
llunchm branch 


73 

6S 

53 

ki 


I&narks 


Large military 
factory 

Coal mine 
Copper ore 
Coal mine 


Gold mine 


Coal mine 


Cam of the personnel employed are the following: 

Bureau chiefs TfANG Hua-p'-u ( £ ft* 4‘ )* age ho, CCP member* 

Deputy chief: HAN Pin 45 )* ape 30, CCP member. 

Technical advisers: UUHATA Jiro Xfy), age 56* Japanese in U.nclutria 

since 193k* 

YA0 Kiyoshi (A /t* vjf), Japanese, age k2, in I anchurie 
since 19k0* 

Tat sue ( $ -L- Japanese, age If, in 

I'ancliuria since 1?36 0 

General affairs chief: HO ’Ten-pen (/\^ age 32* 

Uanagojacnt chief: C:i*CH 3h f ang-sok (4L {§ ^ ), age 3k, Korean* 

Engineering chief: LU Ion-jung ( h ), age 29* 

Ycnchi branch chief; CIIOJ ?on~ch f icn (ff }, age 33* 

Yungchinr branch chiefs CHTiIE Tsu-heng age 2o* 

Turner branch chief: TIP Chung-yin age 38 0 

Hunchra branch chief* KUO Taai-jwon (|f kj), age 36* 
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&v Their general functions unct dut -cs* by sections arc ? 
a 6 General affairs section: 

Administration sub-section* personnel* docuMonts* necessary repairs 

for building* and other matters « 

Accounting sub-sectiom budget and all. cash disbursement. 

Supply sub-sectiom official applies* purchase of necessary materials, 
and delivery of goods to branches* * 

b 0 Management section? 

Planning sub-section* projects for new building and development of 

electric current in. the areas concerned* 

. ISanagenent sub-sectioni estimates of all ro venues* handling of statistics* 

c o Engineering section* 

Current transformer sub-section* control of transformers* repairs and 

nerr construction of station^ 

"Tiro sub-sections chock on ‘.Tire condition, repair and now construction 
of Tfire lines* 

do Branches: 

Administration sub-section: personnel affairs, documents, payrolls, 

office supplies, and expense budgets* 

Ilanecomcnt sub-sections coordination and collection of resits, sales 

of lipht bulbs, estimates of revenue, end con- 
tracts for pcuTor uses* 

engineering sub-sec exon: repairs and dealing with electric accidents* 

Station sub-sections repair of svire linos, handlinr of electric accidents, 
and collectionsof rents* 


Tlie installation of tho Xenpien Electric Bureau includes a tv/o-story office 
^uil uing of io ini arced concrete* painted grey* measuring aonroxiiatety ^0 by 
30 meters | a one-stozy brick warehouse* apprccdnately kb by 13 mtera* a brick 
Carafe measuring lit by 10 meters; and four one-story brick build iner ulth prey 
roofs, for employees, (Gee Attachment B.) * 


Attachments: 

A. Distribution Gystom of Electric Current, 

B. Building Site of Ycrnien ”1 ;ctric Bureau, 
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